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1224  E.  Las  Olas  Blvd. 
Fort  Lauderdale,  Florida 


NOW 

WESTMINSTER  HOUSE 

Retirement  Residence  of 
FIRST  PRESBYTERIAN  CHURCH 

For  information  write  or  call 
DR.  R.  E.  NEUMANN  (523-0516). 
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DEXTER  PRESS.  INC. 


